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Message Text 



CONFIDENTIAL 

PAGE 01 CONAKR 00604 191739 Z 
44 

ACTION AF-18 

INFO OCT-01 ADP-00 PM-09 NSC-10 SS-15 RSC-01 CIAE-00 

DODE-OO INR-10 NSAE-00 PA-03 USIA-12 PRS-01 L-03 IO-12 

ACDA-19 OMB-Ol RSR-01 /1 16 W 

115150 

R 191435 Z APR 73 
FM AMEMBASSY CONAKRY 
TO SECSTATE WASHDC 8601 
INFO AMEMBASSY MOGADISCIO 

CONFIDENTIAL CONAKRY 0604 

E. 0.11652: GDS 
TAGS : PFOR GV SO 

SUBJECT : GUINEAN/ SOMALIAN RELATIONS 
REF: CONAKRY 0594 

HAVE NOW BEEN INFORMED THAT VISIT BY SOMALIAN DELEGATION 
IS ONE OF SERIES OF VISITS BEING MADE BY TWO OR MORE 
HIGH- LEVEL SOMALIAN DELEGATIONS TO VARIOUS AFRICAN 
CAPITALS TO INFORM CHIEFS OF STATES CONCERNED THAT 
ETHIOPIA IS MASSING TROOPS ON BORDER WITH SOMALIA IN 
PREPARATION FOR ARMED ATTACK. CHIEFS OF STATES ARE 
BEING ASKED INTERVENE WITH ETHIOPIAN EMPEROR TO PREVENT 
OUTBREAK OF HOSTILITIES. 

TODMAN 



CONFIDENTIAL 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** CONFIDENTIAL 
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